The  Old  B\andfo^3^!}^urcf^'o^^^e^^Qir^,  V^^a,  was  . 

built  in  1735.   The  following  lines  by  an  unknown  author  ^ 

were  found  written  on  its  walls  afcout  1841  :  i 

Thou  art  crumbling  to  the  dust,  old  pile:  S 

Thou  art  hastening  to  thy  fall,  g 

And  'round  thee  in  thy  loneliness  ? 

Clings  the  ivy  to  thy  wall.  U 

The  worshippers  are  scattered  now  £ 

Who  kntit  before  thy  shrine,  < 

And  silence  reigns  where  anthems  rose,  = 

In  days  of  "Auid  Lang  Syne."  » 
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